
nouveau mellouu has been designed to be easy 
to use. The main ADSR Controls ail the sound 
layers (Sub, Hiss, Dirt, noiz) and the selected 
sound. 

The Depth and Rate knobs Controls the vibrato 
uuhich uuill modulate the pitch of the sound. 

The reverb (Rev) uuill be applied to ail the 
sounds. 

The Cut knob is the cutoff parameter of the 
included louupass filter. 










Installation 


On Windows: copy both the .d LL 

and .instruments files to your VST plugin folder. 
ITlake sure to choose the correct version for 
your DQUU (64-bit or 32-bit). 

If you don't copy both files, the plugin uuon't 
work. 

On macOS: copy the QU plugin to this folder: 
HD/Library/Qudio/Plug-ins/Components/ 
for the VST, copy it to this folder: 

H D/Li b ra r y/Q u d i o/P lu g - i ns/VST/ 

Restart your ITlac and refresh your plugin list. 


